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SPARE PARTS 

7 OHM Continuous Contact Printer 




Model FK-li70 







It Printers 



Quantity 





Parts 

Non 

Per 

Unit 

Total Price 

Item 

Description 

Part No* Per Ass*y. 

Rep* Rep* 

Printer 

Price 

Per Printer^ 

XD1 

Bearing, Nonna, Hoffman S5RPP 

XD405090 

Hi 

I 

6 

.80 

$ 1.80 

XD2 

Bearing, Norma, Hoffman S3RPP 

idUo5o91 

8 

I 

li 

i.5o 

6.00 

XD30 

Belt, Gilmer 170XID37 

SP-170-O01 

k 

I 

h 

l.iU 

lu56 

xnU5 

Buzzer, Enclosed, Line Electric 

Type MC Industrial 12 Volt A*C 0 

SP-ii7 0-002 

1 

X 

1 

2.50 

2.50 

33)6 

Capacitor, Bodine, #Nl898-33R-5 MFD 

3DU05078 

2 

X 

1 

5.60 

5.60 

3H37 

Capacitor, Cornell -Dubilier 
Cm-3030-11, 3MFD, 330 VAC 

SP-l<70-003 

k 

X 

1 

3.33 

3.33 

33)35 

Circuit Breaker, Magnetic, Heinemann 

8 amp*, 115V, # AM-13 

SP-li70-00lt 

2 

X 

1 

7.50 

7. 50 

( 

XD32 

Counter, Magnetic, Veedor Root, 
#B-12-506 

sp-J+70-005 

1 

X 

1 

19.75 

19.75 

H)l6 

Disc., Safelight, Wratten 1A, 5i" 

mlt05075 

1 

X 

1 

2.00 

2.00 


Dia. 







XB1j3 

Fuse, | Amp*, Littlefuse 

SP-U70-021 

1 

X 

3 

.08 

CM 

• 

XD23 

Lamp, Control Chassis, U.V., EKCo* 

SP-li7 0-006 

1 

X 

1 

155.36 

155.36 

33)36 

Lamp, Panel, Eveready #82 

SP-it70-007 

2 

X 

5 

.13 

.65 

XD2U 

Lamp, Printing, *Sylvania , 6W-T5, BLB 

SP-U70-008 

1 

X 

6 

1.85 

■» i r't? 

11.10 

vi 


33)29 MLlliameter, D .C ^^8089 ^Pftltease 20ff^/?ftr?$A-RDF^4-00360R000800 1^0052-6 1 

0-150 Ha ,nrT 



Item 



Approved For Release 2002/1 lflE> : CIA-RDP64-00360R0008001 00052-6 

70MM Continuous Contact Printer - Model FK-lj.7#, h Printers 

Parts Non Quantity Unit 

Description Part No, Per Ass f y 0 Rep , Rep, Per Printer Price 


Total Price 
Per Printer 


XDll 

Motor, Metering, Bo dine, B3 808-20 
W/Special Shaft by EKCo, 

XDU05077 

2 

X 


1 

5i*.8l 

$ 51*. 81 

XDi*0 

Motor, Torque, Takeup, Elinco ALP-910 

SP-1*70-010 

h 


X 

1 

1*2.90 

1*2.90 

XDl*6 

Potentiometer, CU1011, Chmite Type AB 

SP-17C-026 

1 


X 

1 

1.95 

1.95 

XD21 

Regulator, Voltage, Sola 30806 

XDI0S083 

1 


X 

1 

33.00 

33.00 

XD26 

Relay, DFDT, 6 VAC Coil, Line Electric SP-4*70-011 

1 


X 

1 

2.00 - 

2.00 

XDl*2 

Relay, UPDT, ll$VkC, Potter Brumfield 

SP-470-020 

1 


X 

1 

1*.6C 

1*.60 

XDl»l 

Relay, 5 Sec, Time Delay, Heinemann 
#ANI-522-XBX 

SP-1*70-019 

1 


X 

1 

11.20 

11.20 

XD39 

Roller, Guide, EXCo, 

SF-l*70-0l8 

h 


X 

2 

32.00 

61*. 00 

XD38 

Roller, Pull-out, Printing Drum, EKCo. 

SP-1*70-012 

1 

X 


1 

*27.96 

27.96 

XD15 

Roller, Metering, EKCo* 

SP-i*70-025 

1 

X 


1 

**27.96 

27.96 

XD3i* 

Switch, Interlock, Micro I4ACI 

SP-U70-013 

2 


X 

1 

2.93 

2.93 

XD33 

Switch, Operate, Micro AN-3023-2 

SP-1*7 0—011* 

1 


X 

1 

1*.08 

1*.08 

XD28 

Switch, N.C. Momentary, Spemco #lllil 

SP-i*70-0l5 

1 


X 

1 

.51* 

.51i 

XDl*l* 

Switch, N o 0, Momentary, Spemco #lllilA 

SP-ii70-023 

1 


X 

1 

.5k 

.5k 

XD27 

Switch, Toggle, 3A Radio Spemco #1121 

SF-l*70-0l6 

2 


X 

1 

H 

CO 

• 

H 

CO 

• 

XD31 

Transformer, Variable, Chmite 

VT-2, 1.5 amp. 

SP-1*7 0-017 

h 


X 

2 

7.23 

6.59 

ll*.i*6 

6.59 

XD20 

Transformer, 10 amp*, llf?V. PRI*, 

6,3V sec,, Stancore P-6308 

XDi*05093 

1 


X 

1 


#8.90 Outside 

Vendor 


■JHf8,90 Outside Vendor 




19.06 S.K.Co. 



19.06 e.k.co. 

Total 

# 535.27 
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